To:  Morin,  Jeff[Morin. Jeff@epa.gov];  HNG-AO[HNGAO@epa.gov] 

From:  Edstrom,  Cathy 

Sent:  Fri  8/14/201 5 5:29:56  PM 

Subject:  RE:  *mockup  banner  for  espanoi  homepage 


Ok,  it’s  live  now. 


Cathy  Edstrom  (contractor  -ASRC  Primus) 
Internet  Services  Librarian  - Team  Lead 
edstrom.cathy@epa.gov  202-566-0581 
EPA  Headquarters  Public  Access  Service 


From:  Morin,  Jeff 

Sent:  Friday,  August  14,  2015  1:28  PM 

To:  Edstrom,  Cathy;  HNG-AO 

Subject:  RE:  Gnockup  banner  for  espanoi  homepage 


Thanks,  please  go  live 


Jeff  Morin 

Office  of  Web  Communications 


US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Edstrom,  Cathy 

Sent:  Friday,  August  14,  2015  1:21  PM 

To:  Morin,  Jeff;  HNG-AO 

Subject:  RE:  *mockup  banner  for  espanoi  homepage 


1796278 


ED  000552E  00003621-00001 


Ok,  please  refresh  - same  url  - https://es-wcms.epa.gov/node/65/revisioiis/987/view 


Cathy  Edstrom  (contractor  -ASRC  Primus) 
Internet  Services  Librarian  - Team  Lead 

edstrom.calhvf5iepa.gov  202-566-0581 
EPA  Headquarters  Public  Access  Service 


From:  Morin,  Jeff 

Sent:  Friday,  August  14,  2015  1:18  PM 

To:  Edstrom,  Cathy;  HNG-AO 

Subject:  RE:  *mockup  banner  for  espanol  homepage 


Hi,  please  delete  the  period  (.)  after  Lea  mas  link 


& go  live 


thanks 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 


w 202-564-6553 


From:  Edstrom,  Cathy 

Sent:  Friday,  August  14,  2015  1:15  PM 

To:  Morin,  Jeff;  HNG-AO 

Subject:  RE:  *mockup  banner  for  espanol  homepage 


1796278 


ED  000552E  00003621-00002 


Here  you  go  - https://es-wcms.epa.gov/Qode/65/revisions/987/view 


Cathy  Edstrom  (contractor  -ASRC  Primus) 
Internet  Services  Librarian  - Team  Lead 

edstrom.cathv@epa.gov  202-566-0581 
EPA  Headquarters  Public  Access  Service 


From:  Morin,  Jeff 

Sent:  Friday,  August  14,  2015  1:04  PM 
To:  HNG-AO 

Subject:  *mockup  banner  for  espanol  homepage 


Hi  - please  mockup  a revision  of  Spanish  home  page 


Insert  a new  #1  banner  on  http://espanol.epa.gov/  home  page. 

note  - keep  banners  1,2,3;  just  insert  below  as  new  #1,  so  we  have  4 banners. 


IMAGE  - attached 


Respuesta  a la  Mina  Gold  King 

EPA  trabaja  muy  de  cerca  con  los  equipos  de  primera  intervencion  y los  funcionarios 
locales  y estatales  para  proteger  a los  ciudadanos  del  agua  contaminada  por  el 
derrame. 


Lea  mas.  http://espanol.epa.gov/espanol/respuesta-de-emergencia-al-derrame-de-la-mina-king- 

gold-en-agosto-20 1 5 


Thanks. 


1796278 


ED  000552E  00003621-00003 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 


w 202-564-6553 


1796278 


ED  000552E  00003621-00004 


